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PART II - MISCELLANEOUS NOTIFICATIONS OF INTEREST TO THE PUBLIC 


- - X - - 


NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc ., 


ENGINEER - IN -CHIEF ( ADMN .), 
WATER RESOURCES DEPARTMENT, 

VIJAYAWADA . 


Circular Memo. No .RC/ENC /C1/C2 /20190312/2019 . 


Dated : 07 .01 .2020 . 


WATER RESOURCES DEPARTMENT - A . P . I. E . S . - DEPUTY EXECUTIVE 

ENGINEERS / NON - TECHNICAL PERSONAL ASSISTANTS DUE TO 
RETIRE FROM SERVICE IN THE CALENDAR YEAR , 2020 . 


Ref : T. O . Circular Memo.No .RC /ENC /C1/C2/20190312 /2019 , Dt: 09 . 12 . 2019 . 


* 


* * 


The Deputy Executive Engineers and Non Technical Personnel Assistants of 
Water Resources Department whose names are indicated in the ANNEXURE- A & B 
to this order will retire from service on attaining the age of superannuation on the 
dates noted against their names during the calendar year 2020 without prejudice 
to the disciplinary cases / enquiries , if any, pending against them and also subject 
to the condition that disciplinary proceedings shall continue against them under 
Article - 351 of A . P . Pension Code Rule - 9 ( 2 ) ( a ) of the A . P . Revised Pension 
Rules , 1980 even after their retirement. 


[ 1 ] 


ANDHRA PRADESH GAZETTE , February 27 , 2020 


Annexure - A 


List of Deputy Executive Engineers due to retire from Service in the calender year 2020 


Date of 
Retirement 


Local 
Zone 


S .No Name 


Date of Birth 


Present/ Last place of working 
Unit : ENC Polavaram Irrigation Project, Dowlaiswaram 
HQ :Dowlaiswaram 
Circle : PIP Camp Office , Tadepalli HQ : Tadepalli 
Division : PIP Camp Office , Tadepalli HQ : Tadepalli 


Sarath Babu Vaddi 


02 -01- 1960 


31 -01- 2020 


12 


Rama Murthy Ambisetty Ramana 


| 11-01- 1960 


31-01- 2020 


14 


Unit : ENC Irrigation , Vijayawada HQ: Vijayawada 
Circle : IC Kurnool HQ:Kurnool 
Division : K . C . C .Division , Nandyal HQ :Nandyal 
Sub Division : ABR Sub Division -Nandikotkur HQ :Nandi 
Kotkur 
Unit : ENC Irrigation , Vijayawada HQ :Vijayawada 
Circle : IC , Vijayawada HQ : Vijayawada 
Division : Spl. Division , Vijayawada HQ : Vijayawada 
Sub Division : Muniyeru Sub - Division HQ :Jaggayyapeta 


Ramesh Babu Bathula 


31 -01- 1960 


31 -01 - 2020 


2 


Unit : CE , TGP Tirupathi HQ :Tirupati 

Circle : Somasila Link Canal & Swarnamukhi Barrage , 
Nellore HQ : Nellore 
Division : S .S .L . C . & S .B . Division No .2 , Nellore HQ :Nellore 
Sub Division : S . S.L .C . & SB Sub Divn No 3 HQ :KR Dam 


Paramdhama Reddy Yendodu 


15 -02 - 1960 


29 - 02 - 2020 


Veera Venkata Jagan Mohan Rao 
Yalamanchili. 


Unit : ENC Polavaram Irrigation Project, Dowlaiswaram 
HQ :Dowlaiswaram 
Circle : SE DPM , PIP , Dowlaiswaram HQ :Dowlaiswaram 


24 -02 - 1960 


29 - 02 - 2020 


2 


Unit : CE , (Projects) Irrigation , Kadapa HQ :Kadapa 
Circle : Construction Circle -3 , Kadapa HQ :Kadapa 
Division : GNSS Division - 6 , Pulivendula HQ :Pulivendula 
Sub Division : GNSS Sub . Division No . 9 HQ :Pulivendula 


Dinakara Babu Darsi 


28 - 02 - 1960 


29 -02- 2020 


17 


Pattabhi RamiReddy Basireddy 


03-04- 1960 


30 -04-2020 


4 


Unit : CE , TGP Tirupathi HQ :Tirupati 

Circle : Somasila Link Canal & Swarnamukhi Barrage , 
Nellore HQ :Nellore 


Unit : CE , (Projects) Ongole HQ : Ongole 

Circle : Construction Circle ( Pulla Subbaiah Veligonda 
Project ), Ongole HQ : Ongole 
Division : VGP Division , Markapuram HQ :Markapur. 
Sub Division : VGP Sub Division -Markapur HQ :Markapur . 


Kondalaiah Bandi 


01-06 - 1960 


31- 05 - 2020 


4 


Unit : ENC Irrigation , Vijayawada HQ : Vijayawada 
Circle : TBPHLC , Anantapur HQ :Ananthapur 
Division : HLC (Loc) Division , Ananthapur HQ : Ananthapur 
Sub Division : HLC (Loc) Sub Division , Kanekal HQ :Kanekal 


19 


Venkata Rama Sanjanna 
Dwaraboina 


01- 06 - 1960 


31 -05 -2020 


Unit : CE , (Projects ) Irrigation , Kurnool HQ :Kurnool 
Circle : TGP Circle , Nandyal HQ :Nandyal 
Division : TGP. Distributory Division No .1 , Nandyal 
HQ :Nandyal 

Sub Division : TGP . Distributory Sub Division No . 2 , 
NandyalHQ :Nandyal 


10 


Ramesh Kakimani 


01- 06 - 1960 


31-05 - 2020 


4 


Unit : ENC Polavaram Irrigation Project, Dowlaiswaram 
HQ : Dowlaiswaram 
Circle : SE PIPHW , Dowlaiswaram HQ :Dowlaiswaram 
Division : Division No . 7 , Nellipaka HQ :Nellipaka 
Sub Division : Sub Division No. 2 Kunavaram 
HQ :Kunavaram -EG 


Varaha Narasimhulu Gurugubelli J05 -06 - 1960 


30 - 06 - 2020 


1 
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Date of 
Retirement 


Local 
Zone 


S .No Name 


Date of Birth 


Present/ Last place of working 
Unit : ENC Polavaram Irrigation Project, Dowlaiswaram 
HQ : Dowlaiswaram 
Circle : SE PIPHW , Dowlaiswaram HQ :Dowlaiswaram 
Division : Division No . 7 , Nellipaka HQ :Nellipaka 
Sub Division : Sub Division No. 2 Kunavaram 
HQ :Kunavaram - EG 


12 


Varaha Narasimhulu Gurugubelli 


05 -06 - 1960 


30 -06 - 2020 


113 


Nataraj Jonnalagadda 


08 - 06 - 1960 


30 -06 - 2020 


Unit : ENC Irrigation , Vijayawada HQ : Vijayawada 
Circle : TBPHLC , Anantapur HQ :Ananthapur 
Division : HLC (Loc ) Division , Ananthapur HQ : Ananthapur 
Sub Division : HLC (LOC ) Sub Division HQ : Ananthapur 


14 


114 


Muralidhar Reddy Thatimanu 


( 10 - 06 - 1960 


30 -06 - 2020 


Unit : ENC Irrigation , Vijayawada HQ : Vijayawada 
Circle : TBPHLC , Anantapur HQ : Ananthapur 
Division : TBP HLC (1) Division , Ananthapur 
HQ: Ananthapur 
Sub Division : Pamidi Sub Division HO : Tadpatri 
Unit : CE , (Projects ) Irrigation , Kadapa HQ :Kadapa 
Circle : S.K .D .GNSS Circle , Kadapa HQ :Kadapa 
Division : QC Division , Kadapa HQ:Kadapa 
Sub Division : QC SUB DIVISION 1 HQ :Ananthapur 


. Prasad Para 


01 -07 - 1960 


30 - 06 - 2020 


4 


Unit : CE , (Projects) Irrigation , Kadapa HQ :Kadapa 
Circle : NTR Telugu Ganga Project Circle, Kadapa 
HQ :Kadapa 
Division : NTR TGP Division ,Porumamilla 
HQ :Porumamilla 
Sub Division : NTR TGP Sub - Division No .2 
HQ :Porumamilla 


16 


Ananda Rao Arekanti 


01-07 - 1960 


30 - 06 - 2020 


Unit : CE , ( Projects) HNSS Ananthapur HQ :Ananthapur 
Circle : Handri Neeva Sujala Sravanthi Circle - 1, Kurnool 
HQ :Kurnool 
Division : HNSS DIVISION - 4 , Kurnool HQ :Kurnool 
Sub Division : HNSS SUB DIVISION NO . 19 HQ :Kurnool 


17 


Ramachandra Kamakshi 


01 -07 - 1960 


30 - 06 -2020 


Unit : CE , TGP TirupathiHQ :Tirupati 
Circle : TGP,( Designs & QC) ,Tirupathi HQ :Tirupati 
Division : D & L Division , Vijayawada HQ :Vijayawada 


18 


Ramakrishna Reddy Kalluru 


01- 07 - 1960 


30 - 06 - 2020 


Padma Seshu Kumar Jana 


17 -07 - 1960 


31 - 07 - 2020 


3 


Unit : ENC ( A . W ), Vijayawada HQ :Vijayawada 
Circle : P & M Cell, Vijayawada HQ :Vijayawada 


120 


Prasad Pallapati 


Unit : ENC Polavaram Irrigation Project, Dowlaiswaram 
HQ :Dowlaiswaram 
Circle : SE PIP LMC, Tuni HQ :Tuni 
Division : PILMC Division , Yellamanchili HQ :Yelamanchili 
Sub Division : Payakaraopeta Sub Division 
HQ :Payakaraopeta 


27 -08 - 1960 


31- 08 - 2020 


2 


Unit : ENC Irrigation , Vijayawada HQ : Vijayawada 
Circle : TBPHLC , Anantapur HQ : Ananthapur 
Division : HLC Division , Ananthapur HQ :Ananthapur 
Sub Division : PABR NO. VII Sub Division HQ :Ananthapur 


|21 


Rama Prasad Reddy Gummalla 


(29- 08 -1960 


31- 08 - 2020 


Unit : CE , TGP TirupathiHQ :Tirupati 
Circle : Somasila Project Circle , Nellore HQ :Nellore 


Mitra Yenubari 


20 - 10 - 1960 


( 31- 10 - 2020 


13 


Ratna Raju Chella 


24 - 10 - 1960 


31 - 10 - 2020 


Unit : ENC Irrigation , Vijayawada HQ :Vijayawada 
Circle : IC , Nellore HQ:Nellore 
Division : N . C . Division , Nellore HQ :Nellore 
Sub Division : Irrigation Sub -Division ,Nellore HQ :Nellore 


13 


ANDHRA PRADESH GAZETTE , February 27 , 2020 


Date of 
Retirement 


Local 
Zone 


S .No Name 


Date of Birth 


24 


Venkata Subbanarasaiah 
Katabattena 


17 -11- 1960 


30 - 11- 2020 


4 


Present/ Last place ofworking 
Unit : CE , (Projects) Irrigation , KurnoolHQ :Kurnool 
Circle : TGP Circle , Nandyal HQ :Nandyal 
Division : TGP. Division , Allagadda HQ : Allagadda 
Sub Division : TGP . Sub Division No . 1 , Ahobilam 
HO : Ahobilam 
Unit : CE Hydrology ( Investigation ), Vijayawada 
HQ : Vijayawada 
Circle : SE Hydrology , Vijayawada HQ :Vijayawada 
Division : EE - III, Vijayawada HQ : Vijayawada 
Sub Division : DEE - 7 HQ :Vijayawada 


25 


Munivelu Senji 


01 - 12 - 1960 


30 - 11- 2020 


4 


Unit : CE , QC Wing, Coastal Region & APERL , 
Vijayawada HQ: Vijayawada Circle : QC & QA NSLC 
Circle , Nuzvidu HQ :Nuzvidu Division : ISRMC 
Division .No - 5 , Vijayawada HQ : Vijayawada Sub 
Division : ISRMC Sub Division ., Nunna HQ :Nunna 


26 


Devadasu Kalapala 


01- 01- 1961 


31 - 12- 2020 


3 


K . SRINIVAS , 
Engineer- in -Chief (Admn .). 


Annexure - B 


List of Non Technical Personal Assistants due to retire from Service in the calender year 2020 

Date of Local 
S .No Name 

Date of Birth retirement Zone Present/ Last place ofworking 


Shanmugam Polasami 


04 -03 - 19601 


31 - 03 - 20201 


4. 


Unit : CE , North Coast , 
Visakhapatnam 
HQ :Visakhapatnam 

Circle : IC , Bobbili HQ :Bobbili 
Unit : CE , North Coast , 
Visakhapatnam 
HQ : Visakhapatnam Circle : 
BRRVP , Srikakulam 
HQ :Srikakulam 


Venkata Ramana Kumar 
Mahamkali 


11-04-1960 


30 -04 - 20201 


3 


Venkata Subba Rao 
GummadipudiMuni 


15 -05 - 1960 


31 -05 - 20201 


Unit : CE Minor & Medium , 
Vijayawada HQ : Vijayawada Circle 
: IC , Chittoor HQ :Chittoor 


4 


Venkatesulu Avulenna Golla 


08 - 06 - 1960 ] 


30 - 06 -202014 


Unit : ENC Irrigation , Vijayawada 
HQ :Vijayawada Circle : IC 
Kurnool HQ :Kurnool 


5 


Satyanarayana Vanapalli 


15 -06 - 1960 ] 


30 - 06 - 202012 


Unit : ENC Polavaram Irrigation 
Project, Dowlaiswaram 
HQ :Dowlaiswaram Circle : SE 
PIPHW , Dowlaiswaram 
HQ : Dowlaiswaram 
Unit : CE Minor & Medium , 
Vijayawada HQ :Vijayawada Circle 
: IC , Kadapa HQ :Kadapa 


6 


Venkataramana Injeti 


01-07- 1960 


30 - 06 -20201 4 


Venkatappaiah Sastry 


01 - 07 - 1960 


30 - 06 - 2020 


Unit : ENC Polavaram Irrigation 
Project, Dowlaiswaram 
HQ :Dowlaiswaram 
Unit : CE , TGP Tirupathi 
HQ : Tirupati 


Venkata Ramana Raju 
Nandimandalam 


01-07-1960 


30 - 06 - 2020 


3 
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Local 


Date of 
retirement 


S .No Name 


Date of Birth 


9 


V .S.Gopalacharya Peddinty 


04 -07 - 1960 


31-07 - 2020 


Present/ Last place of working 
Unit : ENC Irrigation , Vijayawada 
HQ : Vijayawada 

Circle : IC Dowlaiswaram 
HQ :Dowlaiswaram 
Unit : CE , TGP Tirupathi 
HQ : Tirupati Circle : Somasila 
Project Circle , Nellore 
HO :Nellore 


Madhusudhana Rao Gangula 


09- 07 - 1960 


31 -07 - 2020 


11 Ravi sankar Tummalapalli 


25 -09- 1960 


30 -09- 20201 


2 


Unit : ENC ( A . W ) , Vijayawada 
HQ : Vijayawada 

Circle : Dy . Engineer-in -Chief 
(AW ), Vijayawada 
HQ : Vijayawada 


Venkata Nageswari Konduri 


30 -09 - 1960 ] 


30 -09 - 20201 


2 


Unit : ENC Polavaram Irrigation 
Project, Dowlaiswaram 
HQ :Dowlaiswaram 
Circle : SE PIPRMC , Eluru 
HQ : Eluru 


K . SRINIVAS, 
Engineer- in - Chief ( Admn.). 


- - - x - - - 
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